AMENDMENT NO. 1 JULY 2017 
TO 
IS 4707 (PART 2) : 2017 CLASSIFICATION OF COSMETIC 
RAW MATERIALS AND ADJUNCTS 


PART 2 LIST OF RAW MATERIALS GENERALLY NOT 
RECOGNIZED AS SAFE FOR USE IN COSMETICS 


(Fourth Revision) 


(Page 6, Annex A, SI No. 221) — Insert the following note under SI No. 
221: 


‘NOTE - In finished cosmetic products, unintentional mercury shall not exceed one part per million 
(1 ppm), except those special cases included in Annex C.’ 


(Page 39, Annex A, SI No. 1367) — Insert the following at the end: 


1368. Isopropyl 4-hydroxybenzoate (INCI : Isopropyl paraben), sodium salt or 

salts of isopropyl paraben (CAS No. 4191-73-5) 

1369. Isobutyl 4-hydroxybenzoate (INCI : Isobutyl paraben) (CAS No. 4247- 
02-3), sodium salt or salts of isobutyl paraben (CAS No. 84930-15-4) 

1370. Phenyl 4-hydroxybenzoate (INCI : Phenyl paraben) (CAS No. 17696-62-7) 

1371. Benzyl 4-hydroxybenzoate (INCI : Benzyl paraben) (CAS No. 94-18-8) 

1372. Pentyl 4-hydroxybenzoate (INCI : Pentyl paraben) (CAS No. 6521-29-5) 


(Page 145, Annex C, SI No. 11) — Substitute the following for the existing: 


SI Substance Maximum Authorized | Limitations and|Conditions of Use and 
No. Concentration Requirements |Warnings which must be 


Printed on the Label 


E9) (2) 6) (4) (5) 


11 |4-Hydroxybenzoic acid |0.4 percent (as acid) for 
and its salts and esters, [single ester = — 
other than the esters of 


isopropyl, isobutyl, 0.8 percent (as acid) for 
phenyl, benzyl and mixtures of esters 
pentyl 


Amendment No. 1 to IS 4707 (PART 2) : 2017 


(Page 146, Annex C, SI No. 24) — Substitute the following for the existing: 


Sl 


No. 


Substance 


Maximum Authorized 
Concentration 


Limitations and 
Requirements 


Conditions of Use and 
Warnings which must be 
Printed on the Label 


0) 


2) 


6) 


(4) 


6) 


24 


Triclosan (INN) (CAS 
No. 3380-34-5) 


a) 0.3 percent 


b) 0.2 percent 


a) Toothpastes, 
hand soaps, body 
soaps/shower 
gels, deodorants 
(non-spray), face 
powders and 
blemish 
concealers, 
products 
cleaning 
fingernails and 
toenails before 
the application 
of artificial nail 
systems 


nail 
for 
the 


b) Mouthwashes 
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